PERFORMANCE SERIES XLi 





Ideal for light-duty 
welding applications 




NEW Lens Technology! 



Featuring our new replaceable-battery solar-assist Performance 
Series ™ lens technology (no recharging required), the XLi helmets are 
the perfect choice for hobbyists and light-duty industrial applications. 
They'll handle low-amperage TIG applications (10 amps), and inverter 
arcs with ease! For more demanding out-of-position and industrial 
applications we recommend the XLix and Elite ™ Series helmets. 

• Analog controls provide quick concise adjustments. 9-13 Shade 
Control, Lens Sensitivity and Delay (.10-1.0 sec) are all internally 
adjusted. Viewing field is 3.85x1.85 in (97x47 mm). 

Two independent arc sensors provide continuous arc-sensing 
capability. Lens darkening reaction time is 1/16,000 sec. 

Battery-powered (replaceable), with solar-assist for exceptionally 
long life (2,000 hours on MIG), no recharging required. Features 
auto-off circuitry at 15-20 minutes, and low-battery indicator. 

Lens technology responds to low-amperage TIG applications, 
including DC inverter arcs (10 amps). 

• Lightweight, comfortable and well-balanced design— 16 oz (454 g). 
Includes Comfort Cushion and Helmet Bag. A combined $15.90 value! 

• 18-month warranty through your Miller Distributor. 




Replacement 


770 
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XLi Outside Cover Lens 


$1.60 


Parts 
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237 


Inside Cover Lens 


$1.20 
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Comfort Cushion 


$4.95 
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21 6 824 770 228 770 252 770 254 

Millermatic Dale Earnhardt Jr. Dale Earnhardt Sr. Jeff Gordon 
$219.00 $249.00 $249.00 $249.00 



PERFORMANCE SERIES 

Auto-Darkening Welding Helmet 





NEW Lens Technology! 



216 826 

Stars and Stripes $249.00 



See other side for XLi models! 



Featuring our new replaceable-battery solar-assist Performance 
Series ™ lens technology (no recharging required), the XLix helmets 
will measure up to your most demanding requirements. They'll handle 
low-amperage TIG applications (5 amps), and inverter arcs with ease! 
For a larger window and four arc sensors, check out our new Big 
Window Elite ™ Series helmets. 

« Analog controls provide quick concise adjustment. 9-13 Shade Control 
is externally adjusted, Lens Sensitivity and Delay (.10-1.0 sec) are 
internally adjusted. Viewing field is 3.85x1.85 in (97x47 mm). 

Two independent arc sensors provide continuous arc-sensing 
capability. Lens darkening reaction time is 1/20,000 sec. 

> Battery-powered (replaceable), with solar-assist for exceptionally 
long life (2,000 hours on MIG), no recharging required. Features 
auto-off circuitry at 15-20 minutes, and low-battery indicator. 

> Lens technology responds to low-amperage TIG applications 
including DC inverter arcs (5 amps). Helmet will also accommodate 
magnifying lenses. 

• Lightweight, comfortable and well-balanced design— 16 oz (454 g). 
Includes Comfort Cushion and Helmet Bag. A combined $15.90 value! 

• 18-month warranty through your Miller Distributor. 
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Replacement 


770 241 


XLix Outside Cover Lens 


$1.60 


Parts 


770 237 


Inside Cover Lens 


$1.20 




216 336 


Comfort Cushion 


$4.95 



The Performance Series™ professional models are 
available exclusively through your Miller Distributor: 



Miller, 



MillerWelds.com 
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